MINUTES OF THE SEPTEMBER 28th; 2015 
ARLINGTON BOARD OF ASSESSOR'S MEETING 


The meeting was called to order at 5:30pm by Kevin Feeley. Also present: Board Member Mary 
Winstanley O'Connor and Paul Tierney, Director of Assessments. 

Minutes 

Motion made by Kevin Feeley to approve the minutes from the September 21st, 2015 meeting. 
Mary Winstanley O'Connor seconded the motion. Voted unanimously. 

Old Business 

No old business 

New Business 

Director of Assessments Tierney updated the Board of Assessor's on the certification progress to 
date for Fiscal Year 16. 

Correspondence 

No correspondence 


Kevin Feeley motioned to enter into Executive Session at 5:45pm. Mary Winstanley O'Connor 
seconded the motion. A roll call vote was taken and the motion was voted unanimously. 


Respectfully submitted, 



Paul Tierney 
Director of Assessments 




